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MEMORANDUM FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


SUBJECT: Inspection of Central Intelligence Installation. 


1. Reference is made to your memorandum to the Chief of 
Staff, United States Army, above subject, dated 15 March 1948. 


2. The cited inspection of the Foreign Broadcast Infor- 
mation Branch, Central Intelligence Agency, STATSPEC 
was accomplished under the provisions of Army Regulations as 
the result of a clerical error in the January issue of the 
Directory and Station List of the US Army and US Air Force 
which listed the station as a Class II installatiog, 


3. The Adjutant General has been instructed to delete 
the Foreign Broadcast Information Branch,[ ———Céd} inn STATSPEC 
the Directory and Station List and the Commanding General, Sixth ; 
Army has been properly informed and directed not to cause in- 
spections of installations of the Central Intelligence Agency 
to be accomplished by Inspectors General on his staff. 


STATINTL 


ELLIOT D. COOKE 
Brig Gen, IGD 
Deputy The Inspector General 
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